T'S SMART TO PRACTICE 


SAFETY FIRST 


WITH ELECTRICITY 


‘Learn to Use Electricity Safely 


Electricity is one of the safest tools with which 


we work, provided we follow a few simple rules on 


safety. 


1. Have all wiring, when installed, inspected by an au- 


3. Use only approved cords that are 


thorized inspector to be certain that it meets safety 
standards. 


When a fuse blows, it is a sign that something is wrong -- 


find out what caused it and correct the trouble, Be sure 
to disconnect equipment before working on it. 


Always remember to replace a blown fuse only with a 
fuse -- trouble may be caused a ee use anything else. 
The fuse is the "safety vaive"' Sov er ee eterna, 
of your electric system. To @ 
change one, turn off the current | 
at the main switch, remove the 
fuse, and replace it with a new | 
fuse of the proper size. Close Eg 3 por 


the main switch. 


in good condition -- these are 
safe cords... Any cord that is 
frayed, cracked, or broken at 
the ends, is not safe. 
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7. Always keep equipment in good 
repair. Disconnect when cleaning 
or oiling. Tighten leose connec- 

_ #tions. Have more complicated re- 

--padrs made by an experienced 

-.person. | 
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omething "Special" to keep 
in mind when you areé working ~ 
around the farm, 


4A. Do not touch any exposed wires 


bos PRESS. you. are sure that the cur- \ 
rent is turned off, . ) 
¥ / 
2. Never touch a wire that has fallen / 
to the ground. If you see any- ( 


thing wrong along the electric 
» line, call the-co-op office. Re- ‘\ 
© members that..dnsulation on a wire. 

is no protection against high 


voltage. 3 
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3. Never pull a wel? casing near an 
electric line without arranging 


for the power to be shut 3 DON'T TOUCH 
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4. Never fell a tree near electric 
hines without arranging with your 
electric system to send an ex- 
perienced man to help. If the 

tree falls into the electric iine, 
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‘Make the most wi: safety rules when playing 
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1. Remember that Benjamin Fra ankiin flew a kite and 
“ty came down the string -- it is very | 
kites and kite strings or wires close to e! 
Should your kite blow toward a wire, let go of 
-- even though it means loss of the kite. 
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2. Do not climb trees when light wires are near or ae 
the trees. A tree is almost as good a «»nducto 
tricity as wire. one .7 ge) a kind 
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Never climb a pole that carries electric Tine 
climb the guy wires either. 


3. Watch out for electric Ste eee. ele 
are death traps for stock and peop le. wns 
and approved controllers. 
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Faulty electrical equipment or 
wiring may be hazardous in itself 
or if handled when touching: 


Other appliances Radiators — ae a ated. 
Wiring, switches Damp ground . abe setae 
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